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PROJECT  lOOn  RECORD  CARD 


1.  DATE 

• 1 " 

2U  May  6U 


3.  DATE'TIMC  CROUP 

L...1  glOO  EST  (D) 
g5/01X)0Z 


S.  PHOTOS 

□ Y«« 

XI  N« 


7.  LENGTH  OP  OBSERVATION 


3.  LOCATION 

Mllllnocket,  Maine 


4.  TYPE  OP  OBSERVATION 
Ground- Vi  tu«l  I 

DAIi^Vlawol  I 


□ GrMn4«Rodar 

□ Alr>lnt«fc«pt  Rodar 


civilian 


I.  NUMBER  OP  OBJECTS  I 9.  COURSE 


one 


min  est. 


10.  BRISP  SUMMARY  OP  SIGHTING 

Ball  of  fire  axipared  on  the  side  of  the  road. 
Stood  there  for  about  5 mins.  Observers  got 
out  of  car  for  better  view.  Became  fri^tned 
and  returned  to  car.  Ball  followed  them  back. 
Cir  wouldn't  start.  Ball  came  within  5-6  ft 
of  car  then  moved  off  In  another  direction. 
Ball  of  fire  estimated  to  be  2^  ft  In  diameter. 
Bouncing  motion.  Seemed  to  "flow"  away. 


flowl 


II.  COMMENTS 

Description 


12.  CONCLUSIONS 

□ Wot  BoNom 

□ Probobiy  BoIIom 

□ Pottibly  Dollooa 

O Wot  Aircraft 
O Probobly  Aircraft 
O Pottibly  Mrcroft 

□ Wot  Attronomicol 
PfoboUy  Attronomicol 
Pottibly  Attronomicol 

□ lntufflcior>l  Doto  for  Evoluotion 

□ Uj^nown 


of  ball  lightning  slating. 
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